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Test  results  contained  within  this  data  package  meet  the  requirements 
of  the  National  Environmental  Laboratory  Accreditation  Program 
and/or  state  specific  certification  programs  as  applicable. 


Scott  Heideman 
Laboratory  Director 


Client  Service  contact:  Renea  Lewis  303-425-6021 

Certifications:  CO  (C000049),  ID,  NE  (C000049),  ND  (R-027),  NJ  (CO  0007),  OK  (D9942),  UT  (NELAP  C000049), 
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This  report  shall  not  be  reproduced,  except  in  its  entirety,  without  the  written  approval  of  Accutest  Laboratories. 

Test  results  relate  only  to  samples  analyzed. 
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Accutest  Laboratories 


Sample  Summary 


Weston  Solutions,  Inc. 
Gold  King  Mine 

Job  No:  D75708 

Sample 

Collected 

Matrix 

Client 

Number 

Date  Time  By 

Received  Code  Type 

Sample  ID 

D75708-1 

D75708-2 

09/29/15  18:13 
09/29/15  18:00 

09/30/15  SO  Soil 
09/30/15  AQ  Water 

CC06_09291 5_1 813 
CC06_092915_1800 

Soil  samples  reported  on  a dry  weight  basis  unless  otherwise  indicated  on  result  page. 
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Report  of  Analysis  Page  1 of  1 


Client  Sample  ID: 

CC06  092915  1813 

Lab  Sample  ID: 

D75708-1 

Date  Sampled: 

09/29/15 

Matrix: 

SO  - Soil 

Date  Received: 

09/30/15 

Percent  Solids: 

14.0 

Project: 

Gold  King  Mine 

General  Chemistry 


Analyte 

Result 

RL 

Units 

DF 

Analyzed 

By 

Method 

%solids 

Solids,  Percent 

14 

% 

1 

09/30/15 

SWT 

SM2540G-2011  M 

Redox  Potential  Vs  H2 

704 

mv 

1 

10/02/15 

.id 

ASTM  D1498-76M 

RL  = Reporting  Limit 
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Report  of  Analysis  Page  1 of  1 


Client  Sample  ID: 

CC06  092915  1800 

Lab  Sample  ID: 

D75708-2 

Date  Sampled: 

09/29/15 

Matrix: 

AQ  - Water 

Date  Received: 

09/30/15 

Percent  Solids: 

n/a 

Project: 

Gold  King  Mine 

General  Chemistry 


Analyte 

Result 

RL 

Units 

DF 

Analyzed 

By 

Method 

Chromium,  Hexa valent a 

<0.10 

0.10 

mg/l 

10 

10/01/15  09:30 

.id 

SM  3500CR  B-2011 

Nitrogen,  Nitrate  b 

< 0.050 

0.050 

mg/1 

5 

09/30/15  12:41 

AS 

EPA  300.0/SW846  9056 

Nitrogen,  N i trite  b 

<0.020 

0.020 

mg/l 

5 

09/30/15  12:41 

AS 

EPA  300.0/SW846  9056 

(a)  Sample  presen  eel  within  24hrs.  to  extenil  the  hold  time.  Elevated  RL  due  to  matrix  interference. 

(b)  Elevated  detection  limit  due  to  matrix  interference. 


RL  = Reporting  Limit 
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